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SPECIAL TO THE MONITOR 


October 16, 1978 


CONCORDIA OPEN RUN 


The second annual Concorida Open Run will take place this Saturday, 
October 21st, prior to the Concordia Stingers football team's 1978 
finale, against the University of Quebec - Trois Rivieres Patriotes. 
The "Open" is a 5.5 mile course from the Hall Building of the Sir 
George Williams Campus to the football field on the Loyola Campus. 
Anyone interested in running, jogging or walking can register at 
the Athletics office at either Sir George or Loyola. 


Last year, the Open's initial run attracted over 60 participants, 

with Stingers cross-country star, Bruce Roberts capturing the men's 
division, while Sydney Bennett took top honors for the women. 

The Athletic Department has placed emphasis on participation, rather 
than competition, and has invited any fitness fan to give the run a 
try. Dr. Enos, department chairman, has asked any local residents 
that are interested in participating to sign up either at Loyola 
(482-0320, Ext. 730) or Sir George campus (879-5840). The open begins 
at 1 p.m. at the Hall Building 1455 de Maisonneuve. 


Prizes will be awarded to various winners. 
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incorporating Sir George Williams University and Loyola of Montreal 


